
PERSONNEL ROSTER 
UMPIRE PROJECT - 
9 September. 1948 
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Name 




Title or Position 


Rating Salary 
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American Personnel 
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Team Leader 


CAP-13 J 


7/22/48 


2. 
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23 


Secretary-Steno . 


CAP- 5 y 


8/19/48 


3. 
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Administrative Officer 


CAP-11 J 


7/15/48 
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Project Chief 


CAP-13 J 


8/1/48 


5. 


iZ 
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Security Officer 


cap -11 j Crpy) 


8/19/48 


6. 
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3 . 


Team Leader 


CAP -13 J 


7/28/48 


7. 


C 




3 


Administrative Officer 
( Greenwood) 


CAP-9 J C&Y) 


8/11/48 
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Supply, Services Officer 
t Sherwood) 


CAP-7 1 


8/2 5/48 
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Secret 









(" 5 Babostrasse ) 



Indiglnous Personnel 



9 . Betschwarseh, Guenther Fireman 



10. Boh, Anna 



Cook 



11. Erhsenhaecher , Margarete Chambermaid 



12. Filusch, Maria 

■* Fliok, Margarete 

14- . Heim, Else 

(5 Hegelstrasse) 

(l6 Wachenhergstrasse) 

(23 Hegelstrasse) 

15. Dietl, Franz 

16. Marchewka, Kaethe 

17. Schneider, Heidi 

18. Schl ee weiss, Annelise 
(32 Karillonstrasse) 

a.9. Essig, Erna 

20. Rauch, Erika 

21. Schatz, Othmar 



Chambermaid 

Chambermaid 



Chambermaid 



Fireman 

Chambermaid 

Chambermaid 



Chambermaid 



Chambermaid 

Chambermaid 

Fireman 
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.95 DM p.h. 8/15/4^ 
250 DM p.m. 9/l/48 
152 DM p.m. 8/15/48 
152 DM p.m. 8/15/48 
152 DM p.m. 8/15/48 
152 DM p.m. 9/1/48 



.95 DM p.h. 8 / 1/48 
152 DM p .&. 8/1/8 

152 DM p.m. 8 / 1/48 
152 DM p.m. 8 / 1/48 

152 DM p.m. 8/1/48 
152 DM p.m. 8 / 1/48 
.95 DM p.h. 8/1/48 



22. Mosich, Lilo 



Interpreter. Steno, 
(German) 



250 DM p.m. 8 / 1/48 



Secret 



